Brief comment text:

I disagree with the proposal for NextNav to obtain clearance to run in what is currently low power 900 MHz spectrum. I am an avid user both personally and professionally of radio equipment which uses ISM bands, such as 900 MHz. The proposal to allow a higher power user in these bands will negatively affect many uses that currently work together very nicely and are unable to be easily or cheaply replaced. These include boring uses such as garage door openers, cordless telephones, car key fobs, and other short range low power operations. It will also negatively impact community projects using the LoRa protocol, such as Meshtastic. It will also negatively effect commercial uses such as automated farm monitoring equipment and remote meter reading.
